Commissioner Lawson concurring and dissenting:

I would  concur in the majority's holding  that an engineering control
may be  feasible even though it  fails  to  reduce  a miner's exposure to the
permissible  levels  contained in  the standard.

For  the  reasons  stated in my dissenting opinion in Callanart Industries,
Inc. , YORK 79-99-M,   however,   I would disagree with  their  conclusion  as   to
the need for  further findings  on "feasibility",  would find this   operator
in violation of  the  standard,   and remand to the judge below solely for
the purpose  of  assessing a penalty therefor.
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